The Brunswick-Blake-Collender Compa- 
ny 
Atholl S. Glass (#2840) 


The Brunswick-Blake-Collender Company used a 
Schermack pattern with hole number 7 missing. 
This pattern is listed in The Catalog of United 
States Perfins as Schermack perfin pattern number 
6. The cover, illustrated to the right, was posted in 
New York, NY on June 15, 1910. This is the 
second tentative identification for this pattern, 





The first report was made by Joe Laura, Jr 
(#1238). His report was a cover used on a mailing 


by the John Wanamaker department store. Illustra- 
tions of both covers have been forwarded to the 
U.S. Catalog Editor, John Randall, for his evalua- 


tion. 


Members who can confirm either usage or addi- 
tional uses are encouraged to provided photocopies 
and descriptions. 





Alter 5 days, return to 
29-35 West 32nd Street, 
NEW YORK 


THE BRUNSWICK-BALKE-COLLENDER CO.. 
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